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MINNEHAHA FALLS IN WINTER, 
MINNEAPOLIS, MINN. 

This fine view shows the famous falls in 
winter time. Minnehaha Falls, fifty-three feet 
in height, located in Minnehaha Park, were 
immortalized in Longfellow's poem: "The 
Song of Hiawatha." 

'Where fhe Falls of Minnehaha 
Flash and gleam among the oak trees 
Laugh and leap into the valley 
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M-90 — Minnehaha Falls in Winter, Minneapolis, Minn. 
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